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PHYSICAL CHEMISTRY.

After the distilled water has been poured into A, ef is
connected with a glass tube, 1J m. long and 1 cm. in diame-

FIG. 40.

ter, filled with powdered sodium hydroxide and a layer of
cotton to hold the powder in place, and g is connected with